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‘29.  Apparutus  to  prove  that  O is  employed  in  burning  S.  2,50  Mks. 

Flask  a is  filled  with  0,  the  spoon  with  burning  S is  put  in;  the  coloured  water  rises 
from  h into  a. 

30.  Hempel’s  Smelting  Furnace  to  demonstrate  mining  pro- 
cesses. With  burner 19,25  Mks. 

31.  Apparatus  to  demonstrate  the  lowering  of  the 

freezing  point  in  liquids  19,50  Mks. 

32.  Apparatus  according  to  Hofmann  . 22,50  Mks. 

to  demonstrate  that  NHg  consists  of  3 vol.  H and  1 vol.  N. 

33.  Apparatus  according  to  Hofmann  to  determine  the 

density  of  Steam  . 21,50  Mks. 

34.  Apparatus  to  demonstrate  the  bleaching  effectof  SOo  19,50  Mks. 

35.  Apparatus  according  to  Hofmann 13,00  Mks. 

to  prove  that  in  burning  C or  S no  diminution  of  the  volume  takes  place. 

35a.  Apparatus  according  to  Hofmann  .......  20,50  Mks. 

to  demonstrate  that  in  uniting  H and  0 to  water  the  vol.  is  reduced  by  Vs- 

36.  Apparatus  according  to  Hofmann 13,50  Mks. 

for  condensing  Sulphuric  Acid. 

37.  Apparatus  according  to  Hofmann  to  demonstrate  that 
H and  'O  combine  only  in  the  proportion  that  they  are  evolved 

from  AVater 46,00  Mks. 

38.  Apparatus  according  to  Hofmann  for  the  Electrolysis 

of  HCl,  HgO  and  NHg  15,00  Mks. 

39.  Modell  of  Furnace  for  smelting  Pyrites 83,00  Mks. 

40.  Modell  of  Furnace  for  refining  Sulphur 58,00  Mks. 

41.  Apparatus  according  to  Hofmann  to  prove  that  the 
combination  of  H and  Cl  does  not  alter  the  volume,  and  that 

therefore  1 vol.  H and  1 vol  Cl  produce  2 vol  HCl  . . . 10,50  Mks. 

42.  Apparatus  according  to  Ansell,  Gas-Indicator, 

complete  with  bell-glass,  glass  plate,  cautchouc  stopper  etc.  . 29,00  Mks. 

43.  Voltameter  according  to  Dr.  Lubke 9,50  Mks. 

44.  Diverse  Crystal  Models 50,00  Mks. 

45.  Apparatus  according  to  Hofmann  for  showing  pure 
and  combined  gases  under  the  influence  of  temperature  and 

jmessure 77,00  Mks. 

46.  Digester,  nickel- plated,  complete  with  manometer,  burner, 

thermometers  and  regulator 417,00  Mks. 

47.  Smelting  Furnace 55,00  Mks. 

48.  2 Universal  Stands,  nickel-plated,  complete  with  rings, 

clamps,  adjusting  screws  etc.  each  52,50  Mks., 


49.  Large  Oak  Table  for  laboratory  work,  fitted  with  nickel- 
plated  suction  and  pressure  pump,  stop-cocks,  drawers, 
cupboards,  etc.  and  with  stand  (made  to  screw  on)  for  placing 
50  Hofmann’s  Reagent  Bottles.  Price,  with  all  accessories 
(enumerated  below) 1150,00  Mks. 

2 Sets  Boiling  Flasks  100 — 1000  grm.  capacity.  — 6 Erlenmeyer  Flasks  100,  200,  400  grni. 

— 2 Sets  Beakers  No.  1 — 10  with  spout.  — 2 Sets  Glass  Funnels.  — 4 Test  Glasses.  — 

6 Washing  Flasks.  — 2 Desiccators,  1 brown,  1 white.  — 1 Hofmann’s  Condenser,  with  brass 
support.  — 3 Test  Mixers  100  500  1000  cc.  — 3 Stoppered  Flasks  with  mark.  — 1 Filter-flask 
with  funnel.  — 1 Washing  Flask  with  handle.  — 2 Water  Baths  with  constant  level.  — 1 Water 
Bath  with  holes  for  funnel  and  basins,  — 2 Drying  Ovens  on  legs.  — 1 Filter  Stand.  — 1 Cork 
Presser.  — 2 Test  Tube  Stands.  — 2 Micro-burners.  — 2 Fletcher’s  Burners.  — 2 Bunsen's 
Burners.  — 2 Eohrbeck’s  Burners.  — 5 Thermometers.  — 4 Iron  Tripods.  — 50  Reagent  Bottles 
(Hofmann’s  Bottles).  — 2 Mortars,  Porcelain,  with  Pestle.  — 2 Sets  Evaporating  Basins,  Berlin 
Porcelain.  — 2 Sets  Watch  Glasses,  — 1 Set  Glass  Crystallizing  Dishes.  — 1 Set  Glass 
Evaporating  Basins  — 2 pr.  Watch  Glasses  with  clip.  — 2 Porcelain  Crucibles,  Rose’s.  — 
2 Porcelain  Crucibles.  — 6 Porcelain  Combustion  Boats.  — 2 Porcelain  Filters.  — 1 Agate 
Mortar  with  Pestle.  = 1 Diamond  Mortar  with  Pestle.  — 4 Test  Tube  Cleaners.  — 2 Blowpipes. 

— 2 Crucible  Tongs.  — 2 Cork  Borer  Sharpeners.  — 2 Triangles.  — 2 Geissler’s  Potash 
Apparatus.  — 2 Specific  Gravity  Bottles.  — 4 Weighing  Tubes.  — 2 Separatory  Funnels.  — 

7 Fractional  Flasks.  — 2 Safety  Tubes.  ‘ — 2 Reduction  Tubes.  — Filter  Paper,  2 quires.  — 

Cut  Filters,  200.  — 8 Clips  for  Bm’ettes.  — 2 Test  Tube  Holders  of  brass.  — 2 Sets  Cork 

Borers.  — 4 Forceps.  — 2 Glass  Cutters.  - 2 Files.  — Scissors.  — 2 Pieces  Wire  Gauze.  -— 

12  Small  Test  Tubes.  — 12  Glass  Rods.  — 6 Platinum  Needles.  — 2 Cobalt  Glasses.  — 

2 Porcelain  Sieves. 


50.  Blowpipe  with  Foot  Blower  39,90  Mks. 

51.  Stand  with  6 Burettes 28,00  Mks. 

52.  Bottle  for  washing  gases,  250  grm.  cap 2,00  Mks. 

53.  Ditto  100  grm.  cap. 1,50  Mks. 

54.  Chloride  of  Calcium  Tube  on  foot  ........  5,00  Mks, 

55.  Evaporating  Dish  of  Nickel  5,00  Mks. 

56.  Iserlohn’s  Burner  ....  .........  18,00  Mks. 

57.  Copper  Water  Bath 15,00  Mks. 

58.  Hot  Water  Funnel  on  stand 13,00  Mks, 

59.  Pipette  Stand  with  16  Pipettes  . 27,50  Mks. 

60.  Eudiometer  3,00  Mks. 

61.  Hydrometer 1,75  Mks. 

62.  Kipp’s  Sulphuretted  Hydrogen  Apparatus,  cap.  1 litre, 

complete 21,00  Mks. 

63.  Gas  Stove 6,00  Mks. 

64.  Stand  with  1 Burette 7,50  Mks. 

65.  Filter  Stand  with  3 rings 4,50  IVIks. 

66.  Stand  with  2 Retorts  and  2 Receivers 6,95  Mks. 

67.  Hempel’s  Absorption  Pipette,  on  stand,  for  liquid 

reagents  6,00  Mks. 

68.  Hempel’s  Sulphuric  Acid  Pipette  on  stand  ....  7,50  Mks. 

69.  Hempel’s  Gas  Burette  on  foot,  with  stopcocks  ....  13,00  ;Mks- 


Dr.  Hermann  Rohrbeck,  Berlin. 


Contractor  to  the  Sanitary  Department  of  tlie  Army  and  Navy. 
Purveyor  to  numerous  Universities  and  Laboratories  in  all  parts 

of  the  world. 


